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CONFlDti''* I IAL CH^8-033 

i» September 1958 


Mraum 

mJismm: board 


Jfeetlng number 9 of the Eqiiipoeeiit Board was 
hours la room 2035 "I" Building. Eresent were; 


on 3 Septemiber I958 at l400 



* Rurt-tlme 
1° Old Business 



0f _ »teetlBs Buntca- 8 JCEfafeo^ war. approved with the fol- 

^agraph 6 should be changed to read: announced 

to^^l^wfii w pr® 5 ® 2 ’ed for the ejqpaaslm of the OC BfiD Lab<»a- 

J^411 Include jgp^e for limited production facilities . " 

®‘* Change DD/P Jfeteriel Board in line 2 to »J?echnlcal 
BUHg R&D gr^^„fgr J Fy>1959 and Proposed FY«1960 Program . 


a, la Fr -1958 


was expended by the EtUW? BMi Program. 


w nSS reviewed the SLB® RffiD Program for PT-IOSQ 

and Fir- 1960 . This review is reflected in Attactoeeat A. ^ ^ 

Of th. B«rd win h. 

195o» All Items for this agenda are requested by 1 October I958. 



Attachment: (l) 
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